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Bedford. After a trial for witchcraft before the Bishop of Beauvais, at which edifying spectacle the infant King made one of his first public appearances, she was burnt at the stake in the market-place of Rouen. However, despite the elimination of Joan of Arc and the coronation of Henry VI as King of France in Notre-Dame, which took place a few weeks later, the war continued to go badly for the English, and on the death of Bedford and the defection of Burgundy their cause was lost: a fact which Gloucester and a strong war party in England refused to recognize and the hostilities dragged miserably on.
In 1444 a temporary truce was arranged and King Henry married Margaret of Anjou, a daughter of the titular "King of Sicily and a kinswoman of the King of France. However, this interval of peace was far from welcome to Gloucester and Richard, Duke of York (a descendant through his mother of that Earl of Mortimer whose prior claim to the throne had been overlooked by Henry IV), who had shown himself a capable general and governor in Normandy, and from henceforth there were endless and bitter squabbles between their party and that of the Beauforts who had been largely responsible for the peace. In 1449 war broke out once more, and Normandy, which was now governed by Edmund Beaufort, Duke of Somerset, was soon lost to the French. This disaster rendered the party then in power so unpopular that Henry was forced by the pressure of public opinion to get rid of Suffolk, one of the Beauforts* principal supporters,
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